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INDIAN RAILWAYS 
INTRODUCTION OF AC 25 KV TRACTION 

"WARNING TO ROAD USERS " 


The 23rd April 2012 
No. 1542—TRD-KUR-T-23E./2012—It is notified for information of the public that in connection 
with introduction of 25 KV AC Electric Traction over the noted section of East Coast Railway,height 
gauges have been erected at all the level crossing with clear height of 4.67 Mtr . above road level 
with a view to prevent loads of excessive height from coming into contact or dangerous proximity to 
live traction wire . 


Public are hereby notified to observe the height specified above for the purpose of loading 
vehicles and to see that the loads carried in road vehicles do notinfringe the height gauges under 
any circumstances . 


(iv ) Danger to the height gauge and consequent obstruction to the road as well as the railway ling . 
(v ) Danger to the materials or equipment carried or the vehicle itself. 
( vi) Danger or fire and risk oflife due to contactwith or dangerous proximity to the conductions . 


Sections : 


SI. 


Description 


Station 


From Loc. To Loc . TotalLength 

in TKM 


1 


172/30 


JSL / 1067 


4.192 


Sukinda 
Road 


Electrification of Private siding of 
M /s . JSL Ltd. taking off from Sukinda 
Road Station in Khurda Road division 
in Deposit Terms. 


Date of Energization –31-10-2012 


PIYUSH SINGH 


Sr.Divl.Elect.Engineer ( TRD ) 

Khurda Road 
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